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Message Text 

UNCLASSIFIED 

PAGE 01 CAIRO 01723 291152Z 
ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-08 /019W 

291155Z 110097/20 

O R 291040Z JAN 77 
FM AMEMBASSY CAIRO 
TO USDOC WASHDC IMMEDIATE 
INFO AMEMBASSY ATHENS 
SECSTATE WASHDC 1123 

UNCLAS CAIRO 1723 

E.O. 11652: NA 
TAGS: BEXP, EG 

SUB J : DAMAGE TO DISPLAY SYSTEM FOR 1977 CAIRO INTERNATIONAL FAIR 

REF: USDOC 01488 

FOLLOWING IS TEXT OF TELEX MESSAGE SENT 
USDOC JANUARY 27 BY DHIR AND SIEBER: 

QUOTE. FROM TELEX - 2605 EXP INT UN; TO TELEX - 248356 RCA. 

U.S. DEPARTMENT OF COMMERCE, WASHINGTON, D.C. ATTN: MR. PETER 
HALE/JOE ADAMS. ROOM 3203 CAGNE. 

A. INSPECTED THE STORED A-2 SYSTEM WITH MR. SIEBER, GLAHE 
INT'L. REPRESENTATIVE FROM COLOGNE. FOLLOWING IS THE STATUS. 

THE NUMBERS REFER BID BREAKDOWN: 

1 . ITEMS 4 AND 6. PAGE 9: LIGHT FIXTURES AND ELECTRICAL 

PANEL WERE STORED OUTSIDE ON THE STREET. NOTHING THAT CAN BE 
USED. 

2. ITEM 1 1, PAGE 10: PLATFORM STUDS NOT IN STORAGE. CHIP- 
BOARD ITSELF ALL BENT AND DESTROYED. 

3. ITEM 1, PAGE 1 1 : GRAPHIC PANEL - ONLY 50 IN STORAGE 
BUT CANNOT BE USED. 
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4. ITEM 3, PAGE 1 1 : "A- PANELS -36 IN STORAGE REQUIRE 
ENAMEL PAINTING WHICH CANNOT BE DONE IN CAIRO. 

5. ITEM 3 E, PAGE 1 1 : DISPLAY STAND A -80 PERCENT DES- 
TROYED. REST NEEDS ENAMEL PAINT NOT POSSIBLE IN CAIRO. 
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6. ITEM 4, PAGE 12: "B" PANELS - 35 IN STORAGE REQUIRE 
ENAMEL PAINT NOT POSSIBLE IN CAIRO. 

7. ITEM 5. PAGE 12: CONNECTING RODS - ONLY 50 PERCENT 
AVAILABLE STORED OUTSIDE ON STREET ALL BENT AND SCRATCHED. NEED 
SPRAY PAINTING. 

8. ITEM 6, PAGE 13: SAME AS CONNECTING RODS. 

9. ITEM 7. PAGE 13: SAME CONDITION AS DISPLAY STAND A. 

10. ITEM 3 A, B AND C. PAGE 14: COMPLETELY DESTROYED, CAN 
BE SCRAPPED. 

B. BASED ON THE PRESENT CONDITION OF THE A-2 SYSTEM, MR. 

SIEBER OF GLAHE INT'L. FEELS IT IS IMPOSSIBLE TO PUT IT TO- 
GETHER FOR U.S. EXHIBITION AND REFUSES TO SIGN THE CONTRACT. 

C. WE ARE EXPLORING THE POSSIBILITY OF USING ALTERNATIVE 
SYSTEMS SUCH AS OCTONORM WHICH CAN BE MADE AVAILABLE FROM 
GERMANY. LAST POSSIBLE DATE TO SHIP SUCH A SYSTEM FROM COLOGNE 
FEBRUARY 15 YO ARRIVE IN TIME AT CAIRO FOR U.S. EXHIBITION. 

COST DETAILS NOT AVAILABLE. SUGGEST YOU DISCUSS DIRECTLY WITH 
GLAHE IN GERMANY. 

D. PLEASE ADVISE URGENTLY THE COURSE OF ACTION USEM SHOULD 
SHOULD FOLLOW, SINCE TIME IS OF UTMOST IMPORTANCE. WE CAN 
BE REACHED AT EXPRESS INTERNATIONAL TELEX NO. 2605 EXPINTUN. 

SAM DHIR, U.S. EXHIBITION MANAGER, CAIRO 77 AND MR. A. SIEBER, 
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GLAHE INT'L. END QUOTE. 

EILTS 
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NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 29-Jan-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977CAIRO01723 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770032-1217 
Format: TEL 
From: CAIRO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 97701 6/aaaaaeka. tel 

Line Count: 99 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 645d70da-c288-dd11-92da-001cc4696bcc 

Office: ACTION NEA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 15-Sep-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3616914 
Secure: OPEN 
Status: NATIVE 

Subject: DAMAGE TO DISPLAY SYSTEM FOR 1977 CAIRO INTERNATIONAL FAIR 
TAGS: BEXP, EG 
To: COM 
Type: TE 
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